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PRINCE EDWARD ny ta WINDSOR, 2 
ONTARIO, CANADA 
The Prince Edward Fintel situated at 
Ouellette and Park streets, is one of the 
most modern hostelries in Canada. It con- 
tains 250 rooms and is operated by the 


_ United Hotels Company. 
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